
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


01/31/12 


Janine D’Amico 

Assistant District Attorney, Suffolk County 
Dear Ms. D’Amico, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 

GC/MS testing was performed by Peter Piro. All other analyses were performed by Kate 
Corbett. If you have any questions about these materials, please call me at the number 

below. 


Sincerely, 





'Kale Corbett 
Chemist il 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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Drug Information 



DRUG NAME; CLONAZEPAM 
INGREDIENTS: CLONAZEPAM - 1 MG 


Color: Mottled Green 
Shape: Circle 

Imprint: 93 - 833 This tablet is 
debossed with 93 - 833 on the unscored 
side. 

Form: Oral Tablet 

Available-Contalner'Size: Strip of 
100, Bottle of 1000 , Bottle of 
500 , Inner Pack , Bottle of 100 

AAPCCCode; 007000 - 
Benzodiazepines 


NDC: 00093-0833-93 
0093-0833-19 

Excipients: Starch, Corn ; D&C Yellow 
No. 10 Aluminum Lake ; FD&C Blue No, 
1 Aluminum Lake , Lactose 
(Monohydrate); Magnesium 
Stearate; Cellulose, 

Microcrystalline ; Povidone ; Water, 
Purified 

Regulatory Status: Schedule IV 
Availability: United States 
Product ID 5575539 
Contact; Teva Pharmaceuticals 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


http://www,thomsonhc.com/micromedex2/libiariaii/PFDefaultActionld/evidencexpert.Di... 10/26/2011 
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Drug Information 


DRUG NAME: CLONAZEPAM 
INGREDIENTS: CLONAZEPAM - 1 MG 



Color: Green 
Shape; Circle 

Imprint: ssa This tablet is debossed 
with 833 above the scored line and 
TEVA on the unscored side , teva 

Form; Oral Tablet 

Avatlable-Contalner-Size: Bottle of 
100 , Bottle of 1000 , Bottle of 500 

AAPCCCode: 007000 - 
Benzodiazepines 


NDC: 00093-0833-93 
00093-0833-10 
00093-0833-05 
00093-0833-01 

Excipients; Lactose 
(Monohydrate); Magnesium 
Stearate; Cellulose, 

Microcrystalline ; Povidone ; Water, 
Purified ; Starch, Corn ; D&C Yellow No 
10 Aluminum Lake ; FD&C Blue No. 1 
Aluminum Lake 

Regulatory Status: Schedule IV 
Availability: United Slates 
Product ID 7150694 
Contact; Teva Pharmaceuticals 


Copyright© 1974-2011 Thomson Reuters, All rights reserved. 


http://www.thomsonhc.coin/micromedex2/librarian/PFDefaultActionId/evidencexpei't.Di... 10/26/2011 
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Area Percent / Library Search Report 


I ^ ^ ^ — 


Information from 
File Name ; 
Operator ; 
Date Acquired ; 
Sample Name ; 
Submitted by ; 
Vial Number ; 
AcquisitionMeth; 
Integrator : 


Data File; 

F:\Q4-2011\System7\ll_09_ll\807170.D 

DJR 

10 Nov 2011 2:42 

BLANK 

2 

CLONAZ.M 
RTE 


Abundance TIC: 807170.D\dala.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


807170.D Wed Jan 25 13:28:31 2012 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Q4-201l\System7\ll_09_ll\807171.D 
DJR 

10 Nov 2011 2:55 

CLONAZEPAM STD 

71 

CLONAZ.M 
RTS 


Abundance TIC: 807171.D\da!a.ms 



Ret. Time Area Area % Ratio % 


6,248 339775 100.00 100.00 


807171.D 


Wed Jan 25 13:28:36 2012 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q4-2011\System7\ll_09_ll\807171.D 

Operator : DJR 

Date Acquired : 10 Nov 2011 2;55 

Sample Name : CLONAZEPAM STD 

Submitted by : 

Vial Number : 71 

AcquisitionMeth: CLONAZ.M 
Integrator : RTE 


Search Libraries; C;\Database\SLI.L Minimum Quality: 85 

C;\Database\NIST05a.L Minimum Quality: 85 

C;\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 6.25 C:\Database\NIST05a,L 

2H-1,4-Benzodiazepin-2-one, 5- (2-'Ch 001622-61-3 99 
2H-1,4-Benzodiazepin-2-one, 5- (2-ch 001622-61-3 99 
2H-1,4-Benzodiazepin-2-one, 5-(2-ch 001622-61-3 97 



807171.D Wed Jan 25 13:28:36 2012 Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator ; 


Data File; 

F:\Q4-2011\System7\ll_09_ll\807173.D 
DJR 

10 Nov 2011 3;21 

BLANK 
KAC 
2 

CLONAZ.M 
RTB 


Abundance TIC: 807173.D\(jata,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


807173.D Wed Jan 25 13:28:53 2012 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name r 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 


P: \Q4-201l\System7\ll__09_ll\807174 .D 
DJR 

10 Nov 2011 3:34 


KAC 

74 

CLONAZ.M 
RTE 


Abundance TIC: 807174.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.264 

1476735 

100.00 

100.00 


807174 .D 


Wed Jan 25 13:28:58 2012 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : P:\Q4-201l\System7\ll__09_ll\807174.D 

Operator ; DJR 

Date Acquired : 10 Nov 2011 3;34 

Sample Name 

Submitted by : KAC 

Vial Number ; 74 

AcquisitionMeth: CLONAZ.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C;\Database\NIST05a.L Minimum Quality; 85 

C: \Database\PMW__T0X2 . L 

PK# RT Library/ID CAS# Qual 


1 6,26 C:\Database\NlST05a,L 

2H-1,4-Benzodiazepin-2-one, 5-(2-ch 001622-61-3 99 
2H-1,4-Benzodiazepin-2~one, 5-(2-ch 001622-61-3 99 
2H-1,4-Benzodiazepin-2-one, 5-(2-ch 001622-61-3 99 


Abundance Average of 6. 1 89 to 6.491 min.: 807174.b\dala.ms (-) 



m/z-> 40 60 80 100 120 140 160 180 200 22 0 240 _ 260 280 30 0 320 3 40 



807174.D Wed Jan 25 13:28;58 2012 Page 2 
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Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F:\Q4-2011\System7\ll_09_ll\807179.D 
DJR 

10 Nov 2011 4;39 

BLANK 

2 

CLONAZ.M 
RTE 


Abundance TIC: 807179.D\dala.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


807179.D 


Wed Jan 25 13:29:09 2012 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2011\System7\ll__09_ll\807180.D 

Operator ; DJR 

Date Acquired : 10 Nov 2011 4:52 

Sample Name ; CLONAZEPAM STD 

Submitted by : 

Vial Number ; 71 

AcquiaitionMeth: CLONAZ.M 
Integrator : RTE 


Abundance TIC: 807180.D\data.nis 

200000 
150000 
100000 
60000 

0 

Time-> 2.00 2.50 3.00 3.50 4.00 4.60 5,00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.5 0 10 .00 


Ret, Time 

Area 

Area % 

Ratio % 

6.243 

479573 

100.00 

100.00 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q4-201l\System7\ll 09 

11\807180.D 


Operator 

DJR 



Date Acquired 

10 Nov 2011 4:52 



Sample Name 
Submitted by 

CLONAZEPAM STD 



Vial Number 

71 



AcquisitionMeth 

CLONAZ.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality; 85 


C:\Database\NIST05a.L 

Minimum 

Quality: 85 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# 

Qual 


6.24 C:\Database\NIST05a.L 


2H-1, 

4-Benzodiazepin-2-one, 

5-(2-ch 

001622-61-3 

99 

2H-1, 

4-Benzodiazepin-2-one, 

5-(2-ch 

001622-61-3 

99 

2H-1, 

4 ~Ben2odiazepin-2-one, 

5-(2-ch 

001622-61-3 

98 


Average of 6,190 to 6.407 min,; 8b7180.D\dafa.rns (-) 

2$0 314 


76 
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256268 
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m/z-> 40 60 80 100 120_1_40 160 180 200 220 240 260 280 300 320 340 


298 


355 


Abundance #133796: 2H-1,4-Benzodiazepin-2-one. 5-(2-chlorophenyl)-1.3-dihydfo-7-nilro- 

280 314 


80 

60 

40 

20 

0^ 


240 


75 


38 


51 


63 


89 


150 


177 


205 


102 


125 


138 




190 

. iV'i , . > 


268 


252 




221 

„ ,1,1 ,ini:i ,4.|i ii 

I I > l' i'' rr ' i ' } ■ t i ' I I I 1 i ‘ < 


|i 297 
i ’ i" >' ■ ! . 


■■p'' ' ' I ‘ ' 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


807180 .D 


Wed Jan 25 13:29:15 2012 
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